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R250118Z OCT 75 
FM SECSTATE WASHDC 
TO AMEMBASSY ALGIERS 

CONFIDENTIAL STATE 254645 

E.O. 11652: GDS 

TAGS: AFSP, ASEC, ACOM 

SUBJECT: EMERGENCY GENERATOR 

REF: ALGIERS 3096 AND PREVIOUS 

1. POST REQUEST FOR GENERATOR HAS ALWAYS BEEN CONSIDERED 

A SECURITY IMPROVEMENT WITH NECESSARY FUNDS TO BE PROVIDED 
BY BUREAU. UNFORTUNATELY, BUREAU STILL UNABLE TO FUND AT 
THIS TIME AND DOES NOT EXPECT IT COULD BE DONE UNTIL END 
OF FISCAL YEAR. 

2. IT APPEARS, HOWEVER. THAT POST WILL RECEIVE 40 KW 
GENERATOR IN CONNECTION WITH PROPOSED COMBINED COMMUNICA- 
TIONS CENTER (CCC). IN THAT REGARD POST WILL SOON BE 
HEARING FROM OC, BUT FIRST STEP WILL BE TO MAKE NECESSARY 
SPACE AVAILABLE BY RELOCATING USIS (ALGIERS 3028, STATE 
241153). 

3. OC ADVISES THAT GENERATOR WHICH WILL BE PROVIDED FOR 
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CCC CAN ONLY BE UTILIZED IN CONNECTION WITH CCC OPERATIONS. 
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ONCE THAT GENERATOR IS INSTALLED, WILL PRESENT 15 KW ONAN 
BE SUFFICIENT TO CARRY LIGHTS, PHONES, ALARM, LOCKS, 
TYPEWRITERS, ETC., EXCLUDING AIR CONDITIONERS? KISSINGER 
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